AUTHOR INDEX 


Barbour, Frank A., et. al. 
Experiences with the Public Works Administration and other Governmental 
Agencies for Public Works Construction—a Symposium. 22, Mar. 
Report of Committee on Pipe Isine Friction Coefficients. 106, Mar., 235, Sept. 
Bean, Elwood L. Providence Water Treatment. 406, Dec. 
Bétant, A. Recent Extensions of the Water Supply of Geneva, Switzerland. 366, Dec. 
Brush, W. W. Report of Committee on Pipe Line Friction Coefficients. 106, Mar.; 


235, Sept, 


Caird, James M. ‘Taste and Odor Control in Public Water Supplies. 149, June. 

Camp, Thomas R. Experimental Study of Porous Plates for Use in Filter Bottoms 
for Rapid Filters. 1, Mar. 

Campbell, Elmer W. Roadside Water Supplies. 182, June. 

Clark, H. W. Soil Corrosion Report. 110, Mar. 

Committee on Pipe Line Friction Coefficients and Effect of Age Thereon. 
Progress Report. 106, Mar. 
Report. 235, Sept. 

Committee on Specifications for Cast Iron Pipe and Special Castings. Report. 458, Dec. 

Conard, W. R. Report of Committee on Specifications for Cast Iron Pipe and Special 
Castings. 488, Dec. 

Cutter, Victor M. Activities of the New England Regional Planning Commission. 
72, Mar. 


Dappert, Anselmo F. Emergency Work of the Division of Sanitation during the 
New York State Flood of 1935. 376, Dec. 

Devendorf, Earl. Experiences with the Public Works Administration and other 
Governmental Agencies in Public Works Construction in New York State. 35, Mar. 


Fair, Gordon M. Translation of Paper by A. Bétant. 366, Dec. 


Gilcreas, F. Wellington. The Action of Water on Materials for Service Pipes. 170, 


June. 
Goodale, Leon A. Joint Use of Service Trenches for Different Utilities. 372, Dec. 


Halpin, H. E. Fire Service Charges. 345, Dec. 

Holton, Philip J., Jr. Recent Developments in the Providence Water Works. 399, Dec. 

Hough, Lawrence C. Report of Committee on Pipe Line Friction Coefficients. 106, 
Mar.; 235, Sept. 

Houser, G. C. Control of Tastes and Odors in the Water Supply of Rockport, Mass. 
156, June. 

Howard, Paul F. Slow Sand Filtration Plant, Newburyport, Mass. 187, June. 

Howland, W. E. Gain in Head at Take-offs. 14, Mar. 


Killam, Elson T. Report of Committee on Pipe Line Friction Coefficients. 106, Mar.; 
235, Sept. 
King, Howard M.., Portrait of President. Frontispiece, Mar. 


619139 
230754 


Presidential Address. 443, Dec. 


| 


IV AUTHOR INDEX 


Lally, Thomas E. Gates and Hydrants. 395, Dec. 
Lockwood, Harold J. Experiences with the Public Works Administratioa in New 
Hampshire, Maine and Vermont. 23, Mar. 
Longley, F. F. 
Book Review. 461, Dec. 
Manufacture and Construction of 48-inch Lock Joint Pipe Line, New Bedford, 
Mass. 212, June. 


Mowry, C. W. 
Report of Committee on Specifications for Cast Iron Pipe and Special Castings. 
458, Dec. 
Status of Cross-connection Regulations. 66, Mar. 


Pirnie, Malcolm. Recent Progress in Supplying Less Corrosive Water. 419, Dec. 
Ross, Albert A. Freezing and Thawing of Water Mains and Services. 176, June. 


Scott, Warren J. ‘ 
Federal Aid for Water and Sewerage Works in Connecticut. 31, Mar. 
How to Make Cross-connection Surveys. 354, Dec. 
Sears, Walton H. Pumping Water—An Historical Review. 149, June. 
Shaw, Arthur L. 
Experiences with the Public Works Administration. An Engineer’s Viewpoint. 
28, Mar. 
Report of Committee on Specifications for Cast Iron Pipe and Special Castings. 
458, Dec. 
Sherman, Charles W. Report of Committee on Pipe Line Friction Coefficients. 106, 
Mar.; 235, Sept. 
Smith, J. Waldo. Obituary. 113, Mar. 
Sullivan, Ernest J. Chlorination of 48-inch Pipe Line, New Bedford, Mass. 221, June. 
Sullivan, William F. Responsibility of Water Utilities for Collapse of Hot Water 
Boilers Resulting from Pressure Drops in Main. 200, June. 


Taylor, Edwy L. Water Rates. 360, Dec. 
Taylor, Stephen H. Completing Second 48-inch Force Main, New Bedford, Mass. 
206, June. 


Weston, Arthur D. 
The National Recovery Act and Public Works Administration in Massachusetts. 
40, Mar. 
Sanitary Scoring of Surface Water Supplies. 82, Mar. 
Weston, Robert Spurr. Improvement in the Water Supply of Braintree, Mass. 53, Mar, 
Wigmore, R. W. The Water Works of Saint John, N. B. 76, Mar. 
Wrightington, Sydney R. The Betterment Assessment Method for Financing Water 
Main Extensions. 162, June. 


Yaxley, R.G. Taste and Odor Control in the Small Plant. 152, June. 


4 
j 
% 
| 
| 


SUBJECT INDEX Vv 


SUB) ECT INDEX. 


Action of Water on Materials for Service Pipes, The. By IF. WeLuinaton Giucreas. 
170, June. 

Activities of the New England Regional Planning Commission. By Victor M. Currer; 
72, Mar. 

Assessment (Betterment) Method for Financing Water Main Extensions, The. By 
Sypney R. Wricutineton. 162, June. 


Betterment Assessment Method for Financing Water Main Extensions, The. By 
Sypney kh. WricHTINcTON. 162, June. 

Book Review. By F. F. Lonaitey. 461, Dec. 

Braintree, Mass., Improvement in the Water Supply of. By Rosrert Spurr WESTON. 
53, Mar. 


Cast Iron Pipe and Special Castings, Report of Committee on Specifications for. 
458, Dec. 

Charges, Fire Service. By H. E. Haupin, 345, Dec. 

Chlorination of 48-inch Pipe Line, New Bedford, Mass. By Ernest J. SULLIVAN. 
221, June. 

Coefficients (Pipe Line Friction) and Effect of Age Thereon, Report of Committee on. 
106, Mar.; 235, Sept. 

Collapse of Hot Water Boilers Resulting from Pressure Drop in Main, Responsibility 
of Water Utilities, for. By F. 200, June. 

Completing Second 48-inch Force Main, New Bedford, Mass. By SrepHen H.Taytor. 
206, June. 

Construction of 48-inch Lock Joint Pipe Line, New Bedford, Mass., Manufacture and. 
By F. F. Loneiry. 212, June. 

Control of Tastes and Odors in the Water Supply of Rockport, Mass. By G. C. Howser. 
156, June. 

Control (Taste and Odor) in Public Water Supplies. By James M. Cairp. 149, June. 

Control (Taste and Odor) in the Small Plant. By R. G. Yaxutry. 152, June. 

Corrosion (Soil) Report. By H. W. Cuark. 110, Mar. 

Corrosive (Less) Water, Recent Progress in Supplying. By Matcoum Pirniz. 419, 
Dec. 

Cross-connection Regulations, Status of. By C. W. Mowry. 66, Mar. 

Cross-connection Surveys, How to Make. By Warren J. Scorr. 354, Dec. 


Developments (Recent) in the Providence Water Works. By Puitie J. Howton, Jr. 
399, Dec. 


Emergency Work of the Division of Sanitation During the New York State Flood of 
1935. By Ansetmo F. Daprrert. 376, Dec. 

Experiences with the Public Works Administration and other Governmental Agencies 
for Public Works Construction—A Symposium. By Franx A. Barsour, Haroup 
J. Locxwoop, Artuur L. SHaw, Warren J. Scorr, Eart Devenporr, and 
ArtHur D. 22, Mar. 


| 
| 
i : 


VI SUBJECT INDEX 


Experimental Study of Porous Plates for Use in Filter Bottoms for Rapid Filters. 
By Tuomas R. Camp. 1, Mar. 

Extensions (Recent) of the Water Supply of Geneva, Switzerland. By A. Bérant. 
366, Dec. 

Extensions, the Betterment Assessment Method for Financing Water Main. By 
Sypney R. WricuTincTon, 162, June. 


Filter Bottoms for Rapid Filters, Experimental Study of Porous Plates for Use In. 
By Tuomas R. Camp. 1, Mar. 

Filtration Plant, Newburyport, Mass., Slow Sand. By Paut F. Howarp. 187, June. 

Financing Water Main Extensions, the Betterment Assessment Method for. By 
Sypney R. 162, June. 

Fire Service Charges. By H. E. Hatrin. 345, Dec. 

Flood (New York State) of 1935, Emergency Work of the Division of Sanitation During 
the. By AnseLmo F. Dappert. 376, Dec. 

Freezing and Thawing of Water Mains and Services. By Atpert A. Ross. 176, June. 

Friction Coefficients (Pipe Line) and Effect of Age Thereon, Report of Committee on. 
106, Mar.; 235, Sept. 


Gain in Head at Take-offs. By W. E. Howxanp. 14, Mar. 

Gates and Hydrants. By Tuomas E. Latuy. 395, Dec. 

Geneva, Switzerland, Recent Extensions of the Water Supply of. By A. Béranr. 
366, Dec. 


Hot Water Boilers (Collapse) Resulting from Pressure Drop in Main, Responsibility 
of Water Utilities for. By Wituiam F. Sutuivan. 200, June. 

How to Make Cross-connection Surveys. By Warren J. Scorr. 354, Dec. 

Hydrants, Gates and. By Tuomas E. Latiy. 395, Dec. 


Improvement in the Water Supply of Braintree, Mass. By Rosert Spurr Weston. 
53, Mar. 


Joint Use of Service Trenches for Different Utilities. By Lron A.Goopatr. 372, Dec. 


Lock Joint Pipe Line, New Bedford, Mass., Manufacture and Construction of 48-inch. 
By F. F. Lonatry. 212, June. 


Main, New Bedford, Mass., Completing Second 48-inch Force. By Srepuen H. 
Taytor. 206, June. 

Main (Water) Extensions, the Betterment Assessment Method for Financing. By 
Sypney R. WricuTincron. 162, June. 

Mains (Water) and Services, Freezing and Thawing of. By Ausert A. Ross. 176, 
June. 

Manufacture and Construction of 48-inch Lock Joint Pipe Line, New Bedford, Mass. 
By F. F. Loneury. 212, June. 


New Bedfcr:', Mass. 
Chlorination of 48-inch Pipe Line. By Ernest J. Suttivan. 221, June. 
Completing Second 48-inch Force Main. By Sternen H. Taytor. 206, June. 
Manufacture and Construction of 48-inch Lock Joint Pipe Line. By F. F. Lonetey. 

212, June. 

Newburyport, Mass., Slow Sand Filtration Plant. By Paut F. Howarp. 187, June. 

New England Regional Planning Commission, Activities of the. By Vicror M. Cutter. 
72, Mar. 


2 
4 
Ag 


SUBJECT INDEX VII 


New England Water Works Association. 
Address of President. By Howarp M. Kina. 443, Dec. 
Dexter Brackett Memorial Medal Award. 431, Dec. 
Election of Officers. 442, Dec. 
Honorary Membership Award. 428, Dec. 
Presentation of Certificates of Award to Superintendents, Registrars and Com- 
missioners. 436, Dec. 
Proceedings: 
November, 1934, Meeting. 104, Mar. 
December, 1934, Meeting. 105, Mar. 
January, 1935, Meeting. 225, June. 
February, 1935, Meeting. 228, June. 
March, 1935, Meeting. 230, June. 
Spring Meeting. 231, June. 
Fifty-fourth Annual Convention. 428, Dec. 
Reports: 
Committee on Education. 232, June. 
Committee on Pipe Line Friction Coefficients. 106, Mar.; 235, Sept. 
Committee on Soil Corrosion. 110, Mar. 
Committee on Specifications for Cast Iron Pipe and Special Castings. 458, Dec. 
Editor. 455, Dec. 
Finance Committee. 457, Dec. 
Secretary. 448, Dec. 
Treasurer. 452, Dec. 
New York State Flood of 1935, Emergency Work of the Division of Sanitation During 
the. By Ansetmo F. Daprert. 376, Dec. 


Obituary. 
J. Waldo Smith. 113, Mar. 
Odor Control in Public Water Supplies, Taste and. By James M. Cairp. 149, June. 
Odor Control in the Small Plant, Taste and. By R.G. Yaxuey. 152, June. 
Odors in the Water Supply of Rockport, Mass., Control of Tastes and. By G. C. 
Houser. 156, June. 


Pipe (Cast Iron) and Special Castings, Report of Committee on Specifications for. 
458, Dec. f 

Pipe Line Friction Coefficients and Effect of Age Thereon, Report of Committee on. 
106, Mar.; 235, Sept. 

Pipe Line (48-inch), New Bedford, Mass., Chlorination of. By Ernest J. SULLIVAN. 
221, June. 

Pipe Line, New Bedford, Mass., Manufacture and Construction of 48-inch Lock Joint. 
By F. F. Lonatey. 212, June. 

Pipes (Service), the Action of Water on Materials for. By F. WeLLINcToN GILcREas. 
170, June. 

Planning Commission, Activities of the New England Regional. By Victor M. Cutter. 
72, Mar. 

Porous Plates for Use in Filter Bottoms for Rapid Filters, Experimental Study of. By 
Tuomas R. Camp. 1, Mar. 

Portrait of President Howard M. King. Frontispiece, Mar. 

Progress (Recent) in Supplying Less Corrosive Water. By Matcotm Pirniz. 419, 
Dec. 

Providence Water Works. 
Recent Developments. By Pattie J. Hotton, Jr. 399, Dec. 
Water Department. By Etwoop L. Bean. 406, Dec. 


| 


VIII SUBJECT INDEX 


Public Works Administration and Other Governmental Agencies for Public Works 
Construction, Experiences with the—A Symposium. By Franx A. Barsour, 
Haroip J. Lockwoop, ArtHur L. SHaw, WaRREN J. Scott, DEvVENDORF 
and Artuur D. Weston. 22, Mar. 

Pumping Water—An Historical Review. By Wavron H. Sears. 119, June. 


Rapid Filters, Experimental Study of Porous Plates for Use in Filter Bottoms of. By 
Tuomas R. Camp. 1, Mar. 

Rates, Water. By Epwy L. Taytor. 360, Dec. 

Recent Developments in the Providence Water Works. By Pui.ip J. Hoxton, Jr. 
399, Dec. 

Recent Extensions of the Water Supply of Geneva, Switzerland. By A. Béranr. 
366, Dec. 

Recent Progress in Supplying Less Corrosive Water. By Maco Pirnig. 419, Dec. 

Regional Planning Commission, Activities of the New England. By Vicror M. Cutter. 
72, Mar. 

Regulations, Status of Cross-Connection. By C. W. Mowry. 66, Mar. 

Responsibility of Water Utilities for Collapse of Hot Water Boilers Resulting from 
Pressure Drop in Main. By F. 200, June. 

Review, Book. 461, Dec. 

Roadside Water Supplies. By Etmer W. CampsBeLt. 182, June. 

Rockport, Mass., Control of Tastes and Odors in the Water Supply of. By G. C. 
Houser. 156, June. 


Saint John, N. B., the Water Works of. By R. W. WiamMore. 76, Mar. 

Sand (Slow) Filtration Plant, Newburyport, Mass. By Paut F. Howarp. 107, June. 

Sanitary Scoring of Surface Water Supplies. By Arrnur D. Weston. 82, Mar. 

Sanitation During the New York State Flood of 1935, Emergency Work of the Division 
of. By ANseLMO F. Daprert. 376, Dec. 

Service Charges, Fire. By H. E. Haupin. 345, Dec. : 

Service Pipes, the Action of Water on Materials for. By F. WELLINGTON GILcREas. 
170, June. 

Service Trenches for Different Utilities, Joint Use. By Leon A. GoopaLe. 372, Dec. 

Services, Freezing and Thawing of Water Mains and. By A1perr A. Ross. 176, June. 

Slow Sand Filtration Plant, Newburyport, Mass. By Paut F. Howarp. 187, June. 

Soil Corrosion Report. By H. W. Cuarx. 110, Mar. 

Specifications for Cast Iron Pipe and Special Castings, Report of Committee on. 458, 
Dec. 

Status of Cross-connection Regulations. By C. W. Mowry. 66, Mar. 

Supplies, Taste and Odor Control in Public Water. By James M. Cairp. 149, June. 

Supplies (Water), Roadside. By Eumer W. CampBe.u. 182, June. 

Supply of Braintree, Mass., Improvement in the Water. By Ropert Spurr WEsTON. 
53, Mar. 

Supply of Rockport, Mass., Control of Tastes and Odors in the Water. By G. C. 
Houser. 156, June. 

Supply (Water) of Geneva, Switzerland, Recent Extension of the. By A. Béranr. 
366, Dec. 

Supplying Less Corrosive Water, Recent Progress in. By Pirnie. 419, Dec. 

Surveys (Cross-connection), How to Make. By Warren J. Scott. 354, Dec. 

Symposium—Experiences with the Public Works Administration and Other Govern- 
mental Agencies for Public Works Construction. By Frank A. Barsour, Haroup 
J. Locxwoop, ArtHur L. Saaw, WarREN J. Scott, Eart DeveNpDoRF and ARTHUR 
D. Weston. 22, Mar. 


Uy 


SUBJECT INDEX 1X 


Take-offs, Gain in Head at. By W. E. Howtanp. 14, Mar. 

Taste and Odor Control in Public Water Supplies. By James M.Carirp. 149, June. 

Taste and Odor Control in the Small Plant. By R.G. Yaxiny. 152, June. 

Tastes and Odors in the Water Supply of Rockport, Mass., Control of. By G. C. 
Houser. 156, June. 

Thawing of Water Mains and Services, Freezing and. By Atpert A. Ross. 176, June. 

Treatment (Water), Providence. By Etwoop L. Bean. 406, Dec. 

Trenches (Service) for Different Utilities, Joint Use of. By Leon A. Goopaiy. 372, 


Dec. 


Water (Action) on Materials for Service Pipes. By F. Weiiincron Gitcreas. 170, 


June. 
Water (Less Corrosive), Recent Progress in Supplying. By Matcoum Pirniz. 419, 
Dec 


Water Main Extensions, the Betterment Assessment Method for Financing. By 
Sypnry R. WricHTINGTON. 162, June. 

Water Mains and Services, Freezing and Thawing of. By Apert A. Ross. 176, June. 

Water Pumping—aAn Historical Review. By Watton H. Sears. 119, June. 

Water Rates. By Epwy L. Taytor. 360, Dec. 

Water Supplies, Roadside. By Eimer W. 182, June. 

Water Supplies, Sanitary Scoring of Surface. By Artruur D. Weston. 82, Mar. 

Water Supplies, Taste and Odor Control in Public. By James M.Catrp. 149, June. 

Water Supply of Braintree, Mass., Improvement inthe. By Rosrert Spurr Weston. 
53, Mar. 

Water Supply ot Geneva, Switzerland, Recent Extensions of the. By A. Béranr. 366, 
Dec 


Water Supply of Rockport, Mass., Control of Tastes and Odors in the. By G. C. 
Houser. 156, June. 

Water Treatment, Providence. By Etwoop L. Bean. 406, Dec. 

Water Works of Saint John, N. B., the. By R. W. Wicmore. 76, Mar. 


= 


